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Wingquist, Dr. S8., Invention and 
~ ment of Ball Bearings, 73 
Wire Ropes, Colliery, Investigations on, 392 

for Hoists, Life of, 14° 
Wiring, Electrical, Regulations for, 172 
Wireless Telephony. See Telephony ; Television 
Witley Park, Surrey, Demonstration of Agri- 

cultural Machinery, 356 
Witton-Kramer Electric Tool and Hoist Works, 

Lifting Magnet for Crane Locomotive, 467¢ 
Women’s Technical Service Register, For- 

mation of, 373 

Workers. See Labour 
Wood, Use for Portable 
Sweden, 481° 
Refuse 
los* 
Wootton, J. M., on 

the Forces, 454 

Workmen. See Labour 


Soil Erosion 


Develop- 


Gas Producers in 


Utilisation for Steam Raising, 55, 


Technical Journals for 
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Catalogues—continued 
B.E.N. Patents, Ltd., 60 
Bennis Combustion, Ltd., 420 
British Furnaces, Ltd., 200 
British Insulated Cables, Ltd 
Bruce Peebles & Co., Ltd., 280 
Cole, E. K., Ltd., 20 
Elliott Brothers (London), Ltd., 60, 440 
Harper, J., & Co., Ltd., 60 
Herbert, Alfred, Ltd., 200 
Hyngart, Ltd., 280 
Lincoln Electric Co., 200, 280 
Londex, Ltd., 60, 420 
Negretti & Zambra, 20 
Newman Industries, Ltd., 200 
Oster Manufacturing Co., 280 
Rotameter Manufacturing Co., Ltd., 60 
Siemens Brothers & Co., Ltd., 60 
Wagner Electric Corporation, 200 
Walker, Crosweller & Co., Ltd., 280 
Wallwork Gears, Ltd., 20 
Waste Heat Recovery Co., 440 


20, 60 (2), 200 


Cement and Concrete : 
Aluminous Cement Supplies, 260 
Safes, Reinforced Concrete, 106 
Sleepers, Concrete, 268 

Chemistry. 

Coal : 

Barnsley Main Colliery Explosion, 309 

Cardiff, 8, 28, 49, 69, 89, 109, 129, 149, 169, 
188, 208, 220, 248, 269, 288, 308, 328, 349, 
369, 388, 408, 429, 449, 468, 489, 509 

Coke-Fired Producer for Crop Drying, 169 

Coke, Future of, 127 

Explosives, Permitted, in Mines, 289 

Industrial Supply, 475 

Middlesbrough Coke, 29, 49, 69, 89, 109, 129, 
149, 169, 189, 209, 229, 249, 269, 289, 309, 
329, 349, 369, 380, 409, 429, 449, 469, 489 

Mines Department, Legal Proceedings Order, 
18 


See Physics and Chemistry 


Mining Examinations, Board of Trade, 150 
Pitwood, Home-Grown, Transport Subsidy 
Restriction, 162, 505 
Power Loading in Mines, 169 
Sheffield, 9, 29, 49, 69, 88, 108, 128, 148, 163, 
189, 209, 229, 249, 268, 289, 309, 329, 349, 
369, 389, 400, 429, 449, 469, 489, 509 
Sneyd Mines Explosion, 162, 269 
United States Production, 347; Mine Loco- 
motives, Telephone Communication, 490 
Fuel Imports, Excise Remission, 505 
Colleges. See Education 
Company : 
Phosphor Bronze Co., Ltd., 128 


Concrete. See Cement and Concrete 


Cranes : 


Cranes and Conveyors, Electrical Equipment 
(Catalogue), 20 


Docks. See Harbours 


Education : 


Architecture, Maintenance Scholarships, 149 

Building Trade, Demand for Junior Technical 
Schools, 143 

Chadwick Lectures, 129, 295 

Essex, South-West, Technical College Report, 
369 

Faraday House Scholarships, 350 

Germany, Prisoners of War and 
Society of Arts Examinations, 9 

Industrial Administration, Elements of, Lec- 
tures, 309. See Erratum 328 

Ireland, Northern, National 
Awards, 408 

Leeds University, W. C. Holmes Scholarship, 
489 

Loughborough College Scholarships, 469 

Manchester Statistical Society, Quality Con- 
trol Lectures, 508 

Sheffield University, Rapid Training Facili- 
ties, 508 

West Point Military Academy, United States 
Superintendent, 350 


Royal 


Certificate 


Electricity : 


Australia, Victoria State Electricity Com- 
mission's Report, 246 

Bhatghar Hydro-Electric Plant. 18 

Breathers, Dehydrating, Silica-Gel, for Trans- 
formers, 354 

Cables, Heating, “ Rockbestos 
60 

Canada, 


” (Catalogue), 

Hydro-Electric Power Resources, 
329 

Cranes, Ete., Electrical Equipment (Cata- 
logue), 20 

Electronics, Conference on, 69 

Electroplating, “‘ Nickel Bulletin,” 9 

Furnace, Arc, Héroult, Kembla Steelworks, 
363 

Hedgcock, A. J., the Late, Work of, 169 

Kapitza, Dr., Award of Faraday Medal to, 
176 

Lamps, Tungsten, Incandescent, Canadian 

a 436 

Lighting, Industrial (Catalogue), 20 

Liquid Level Control (Catalogue), 60 

Motors, Fractional H.P. (Catalogue), 200 

Power-Plant Control Equipment (Catalogue), 
20 

Power Transmission, Long-Distance, by 
Alternating Current, Errata, 89 

Rectifiers, Glass-Bulb (Catalogue), 280 





! Boilers, 
| 
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Works : 
Aircraft Factory, Lighting Installation 
(Metropolitan-Vickers Electrical Co., 
Ltd.), 450° 
Underground, 216* 
Engineering Works, Employment of 
Women. See Labour 
Works and Buildings, Ministry of, Extended 
Control of Civil Building, 13; Huts to 
Resist Wind Pressure, 70°; Census of 
Contractors’ Plant, 93; Instructions to 
Building and Civil-Engineering Contrac- 
| tors, 113, 153 ; Proposed Codes of Practice, 
173; Purchase of Contractors’ Plant, 
Permits, 188, 273; Directorate of Post- 
War Building, 213 ; Schedules on Payment 
by Results in Building Industry, 348 
| Work-Hardening and Ageing of Steel, 305 
| Works Management, Guide to Quality Control, 





Machine-Shop Practice (Review), 125 
Time Study, Primer of (Review), 24 
Statistical Control of Repetition Work, 
253, 332. See Lerrer, 433 
Workshop Training. See Education 
See Works ; Machine Tools 

| World Order and Science, Transactions of 

| British Association Conference on, 372 
Var. See War 

W., on Germany's New Mineral 


Wright Lecture on Aspects of Aviation, 453 


X. 


See Rontgen Rays 


Y. 


Boilers in Cross-Channel Packets, 
) 


X-RAYS 


YARROW 
260, 34¢ 

Year Books. See Liverature Inpex 

Yerbury, F. R., on Standardisation and Mass 
Production in Housing Components, 93 

Yonne, River, Dam on, 374° 

Young, H. T., on Electrical Installations, 172 

Young, W. W., and Invention of Silica Brick, 


153 
| Youssef, Dr. M. R., on Wind-Tunnel Experi- 
ments on Turbine Blades, 138°. See 132 
See Lerrer, 255° 


Z. 


ZINC Alloys. See Alloys under Metallurgy 
Specification, 248 


Electricity —continued 
Relays, Synchronous Electrical (Catalogue), 
Solder, Flux-Cored (Catalogue), 60 


Surge Pro tion, Errata, 188, 489 
Tapes, Jointing (Catalogue), 200 


Telephone Communication, American Mine 


Locomotives, 490 
Transformers, Silica-Gel 
Breathers for, 354 
Welded Pipe Line, California, 418 
Welded Seams, Arc, Symbols for, 326 
Welder, Arc, Postage Stamp Design, 86 
Welding, Arc, Machine Parts Design (Cata- 
logue), 200 
Welding, Electric (Catalogue), 280 
= Electrode, Philips “ Versatile E,”’ 
v 
X-Ray Analysis in Industry, 129 
X-Ray Technique, Lectures, 76, 200 


Dehydrating 


Engines and Boilers : 


Blast-Furnace Gas Fired, 
works, 469 

Boilers and Heat Exchangers (Catalogue), 440 

Stokers, Mechanical (Catalogue), 420 

Valve-Position Indicator (Catalogue), 2 

Valves, Reconditioned (Catalogue), 2 


Exhibitions : 


Barcelona Sample Fair, 368, 517 
New York Power Show, 404 


Steel- 


Gas: 
Charcoal, Turf, for Producer Gas Plants, 306 


Gas and Oil Engines : 
Anti-Freeze Mixtures for Engines, Control 
of, 209 
Internal-Combustion Engine Problems, New 
Investigations, 518 


Harbours, Piers, Etc. : 


Dockyard Motor Turntable Fire Ladder, 210 

Mud Mountain Dam, United States, 275 

Southampton, Harbour and Dock Charges, 
449 


Industries and Commerce : 


Administration, Industrial, Elements of, 309, 
See Erratum, 328 
Advertisement Lighting Restrictions, 427 
Argentine Imports, Special Machinery, 429 
Arsenic Importer- Distributors, 89 
Australian Industries, Report, 1941, 45 
Australian Optical Glass Industry, 400 
Canada, Imports, Sources of, 9; Exports, 176 
Chemical Plant Manufacturers’ Association, 
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Industries and Commerce—continued. 


Clothing Coupons, Industrial Employees’, 
29, 147, 148, 154, 390 

Coal. Industrial Supply Order, 475 

Colour Blindness in Seeastey. 436 

Control Orders, Anti-Freeze Mixtures for 
Engines, 209; Aluminium, 508; Antt- 
mony, 69; Cadmium, 35; Heavy Chemi- 
cals, 368; China Clay, 249; Chrome, 
Magnesite, etc., 500; Coal Tar, 388; 
Cobalt, 456; Cutting Tools, 109; Rough 
Diamonds, 268; Shaped Diamond Tools, 
149; Dolomite Bricks, 509; Fertilisers, 
208; Machine Tools, 126, 160, 233; 
Magnesium, 74; Motor Vehicles, 80, 368 ; 
Nickel, 34; Office Machinery, 89; Paint, 
Lacquer and Varnish, 80, 287 ; Paper, 48, 
420, 450, 466; Pencils, 487; Plant and 
Machinery, 66, 500; Plywood, 448; 
Rubber, 6, 165; Industrial Spirits, 126, 
409; Ground-Thread Taps, 86; Timber, 
80, 120, 176, 448, 468; Tin, 180, 468; 
Rubber Tyres for Road Vehicles, 6, 383, 
487 ; Zine Sheets, 340 

Directories and Paper Control, 450 

Eire, Import Duty Suspensions, 416, 508 

Export Credits Guarantees Department, 
89, 356 

Goods, Export, Licensing of, 19, 48, 68, 109, 
128, 170, 229, 248, 420, 429, 489, 509 

Goods, Re-Sale, Order Controlling, 110 

Insurance, National Health and Pension, 45 

Kenya, Import Restrictions, 343 

Nickel in Industry, 280 

Paint Industry, Concentration of Produc- 
tion, 349 

Paper Salvage, 20, 40, 128, 164, 204, 237, 
289, 360, 380 

Patents and Trademarks, Regulation, 126 

Personal, 8, 28, 48, 68, 88, 108, 128, 148, 
168, 188, 208, 228, 248, 268, 288, 308, 
328, 348, 368, 388, 408, 428, 445, 468, 
488, 508 

Tic ket ograph, Production Process Recorder, 
45 





Tin- Plate Market, South Wales, 40, 78, 109, 
128, 248, 358 

Tools, Hand, British Imports from United 
States, 368 

Trademarks and Patents, Regulation, 126 

Truck Manufacturers’ Association, Indus- 
trial, 425 

United States, Canning, Reduction of Tin 
Coating, 28; Export Control in, 89; 
Mineral Imports Control, 275; War 
Material Imports, Duty-Free, 519 

War Damage Insurance, 18, 197, 449 

X-Ray Analysis in Industry, 129 


Institutions. See Technical Societies 


Internal-Combustion Engines. See Gas 
and Ou Engines 


Iron and Steel : 


Cast [Ifons, Alloy, for Motor-Car Engine 
Components, 49 

Cast Lron, Defects in Enamel Coatings, 140 

Castings, Grey Iron and Meehanite ((Cata- 
logue), 60 

Castings, Steel, Pin-Hole Formation in, 127 

Chile, Ore Production, 367 

Cleveland Basic Iron Prices, 9, 29, 49, 69, 
89, 109, 129, 149, 169, 189, 209, 229, 249, 
269, 289, 309, 329, 349, 369, 389, 409, 429, 
449, 469, 489, 500 

Cleveland Iron Market, 9, 29, 49, 69, &9, 109, 

129, —_ 169, 189, 209, 229, 249, 269, 289, 

oe 329, 349, 369, 389, 409, 420, 449, 469, 
429, 509 

Cleveland Manufactured Iron and Steel, 9, 
29, 49, 69, 89, 100, 129, 149, 169, 189, 20%, 
229, 249, 260, 289, 309, 329, 349, 369, 389, 
409, 429, 449, 469, 489, 509 

East Coast Hematite, 9, 20, 49, 69, 89, LOO, 
129, 149, 169, 189, 209, 229, 249, 269, 289, 
309, 329, 349, 369, 389, 409, 429, 449, 469, 
489, 509 

Furnaces, Electric Steel-Melting, 
for, 130 

* Hardenability,” 
300 


Linings 

Standard Test for Steels, 

Kembla Steelworks, Electric-Arc Furnace, 
363 


London Scrap Metal Salvage, 324 

Middlesbrough, Foreign Ore, 29, 49, 60, 89, 
109, 129, 149, 189, 209, 229, 249, 309, 
329, 369 

Middlesbrough, Serap Prices, 29, 49, 69, 
109, 129, 149, 169, 189, 209, 229, 249, 
289, 309, 320, 349, 369, 389, 409, 429, 
449, 469, 489, 509 

Scottish Iron and Steel Trade, 9, 29, 49, 
89, 109, 129, 149, 169, 189, 200, 229, 249, 
269, 289, 309, 329, 349, 369, 389, 409, 
429, 449, 469, 489, 509 

Sheffield Iron and Steel Trade, 9, 29, 49, 
69, 88, 108, 128, 148, 168, 189, 209, 229, 
249, 268, 289, 309, 329, 349, 369, 389, 
409, 429, 449, 469, 489, 509 

Stainless Steel Aircraft, 5 

Stainless Steel, Nitrogen in, 9 

steelworks Boilers, Blast-Furnace Gas-Fired 


469 

Tin-Plate Market, South Wales, 40, 78, 109, 
128, 248, 358 

United States Aircraft, Stainless Steel, 5; 
Blast-Furnace Charge, Lump Size, 29; 
Ore-Sintering Plant, 29; Steel Output, 
120; Tungsten Contract, 120; Razor 
Blades for Britain, 349 ; Scrap Iron, Duty 
Suspension, 390 

Welsh Trade, 8, 28 


Labour Questions. See Trade Societies 


Legal : 
Mines Department, Legal Proceedings Order 
18 
Patents and Trade Mark Rules, 126 


Literature. See LITERATURE INDEX 
Locomotives. See Railways and Locomotives 


Marine Engineering. 





Machine and Other Tools : 


Cutting Tools, Cemented-Carbide, 484 

Drills, ‘* Hardsteel,”’ Capabilities of, 229 

Grinding Errors, 128 

Lathes, Turret (Catalogue), 280 

Machine Parts, Fine Measurement of, 413 

Machine Tools, Control of, 86, 109, 126, 
149, 160, 233 

Macrome, Ltd., Tool Service Facilities, 188 

Metal-Machining Bibliography, 487 

Sheet-Shearing Machine, “ Niagara,"’ 247 

Thread-Grinding Machine, 409 

United States Production, 88; British 
Imports of Hand Tools, 368 


See Engines and 
Boilers ; Ships and Shipbuilding 


Mining and Metallurgy : 


Africa, South, Base Metals Bill, 386 

Aluminium Casting Alloys, 509 

Canada, Gold Production, 108; Aluminium 
Production, 302 ; Mineral Production, 408 

Cast Irons, Alloy, for Motor-Car Engine 
Components, 49 

Cast Iron, Defects in Enamel Coatings, 140 

Castings, Steel, Pin-Hole Formation in, 127 

Core-Sand Mixture for Jobbing Foundries,469 

Furnace, Electric-Are, Kembla Steelworks, 
363 

Furnaces, Electric, Steel-Melting. Linings, 130 

Furnaces, Industrial (Catalogue), 200 

* Hardenability,”’ Standard Tests for Steels, 
300 

Metals, Controlled. See /ndustries 

Metal-Machining Bibliography, 487 

Metal Production and Water Power, 205, 260 

* Nickel Bulletin,”’ 9, 144, 289 

Non-Ferrous Minerals Development Con- 
troller, 68 

Platinum Metals, Use in War Materials, 229 

Pyrometers, Miniature (Catalogue), 440 

Refractories, Open-Hearth Furnace, Dis- 
cussion, 387 

Spectrographic Analysis, Lundegardh Flame 
Method, 24 

Test Pieces, Tensile, Measurement of Small 
Elongations, 390 

lin, World Production, 48 

Transvaal Gold Output, 468 

Travancore Aluminium Works, 18 

Tubes, Brass and Copper, etc., Weights of, 130 

United States, Blast-Furnace Charge, Lump 
Sizes, 29;  Ore-Sintering Plant, 29; 
Mineral Imports Control, 275; Refrac- 
tories, Basic Open-Hearth Furnaces, 288 
Copper Production, 348; Zine Produc- 
tion, 504 

Water-Power and Production of Metals, 
205, 260 

Welding, Flash and Flash-Butt, 380 


Miscellaneous : 


Belgian Institute, Establishment of, 370 

Blowguns, Compressed Air (Catalogue), 60 

British Standards Institution, National 
Organisation, 389 

Calendars and Almanacs, 48, 69, 129, 149 

Canning, Reduction of Tin Coating, 28 

Churchill- Roosevelt Highway, Trinidad, 323 

Clothing Coupons, Industrial Employees, 29, 
147, 148, 154, 390 

Compressed Air Terms and Standards, 35 

Consulting Engineers, Rules, Practice and 
Fees, 2%: 

Controtled Goods. See Industries 

Corrosion, Bibliography, 109 

Directories and Paper Control, 450 

Fans, Ventilating, for Black Out (Catalogue), 
60 


Fire-Extinguishing Spray Nozzles (Cata- 
logue), 280 

Fire Ladder, Motor Turntable, for Dockyard, 
210 

Fire Losses in British Isles, 182 

Home Security Ministry, Fire Research 
Division, 226 

Indicators and Recorders, Remote (Cata- 
logue), 60 

Insurance, National Health and Pension, 45 

Liquid Level Control (Catalogue), 60 

London Buildings, Exhibition of Photo- 
graphs, 224 

Measurement, Fine, of Machine Parts, 413 

* Newcomen Quarterly Bulletin,” 413 

Oil, Gravity Meters, Presentation to Austra- 
lian Universities, 277; Argentine Petro- 
leum, 389; Are Welded Pipe Line, Cali- 
fornia, 418 

Optical Glass Industry in Australia, 400 

Paper Salvage, 20, 49, 128, 164, 204, 237, 
289, 360, 389 

Patents and Trade Marks, Regulation, 126 

Personal, 8, 28, 48, 68, 88, 108, 128, 148, 168, 
188, 208, 228, 248, 268, 288, 308, 328, 348, 
368, 388, 408, 428, 448, 468, 488, 508 

Fastegaeey in Detection and Measurement 
of Radiation, 83 

Photography, Theory of, 470 

Postage Stamp, Arc Welder Design, 86 

Prisoners of War and Journal of Institution 
of Civil Engineers, 489 

Projector, Optical, Hilger (( aatalogue), 200 

Rainfall in trban Area, 129, 

Road Haulage, 69, 108, 189, 208 

Koad Maintenance, Regional Repairs Ad- 
visers, 160 

Road Operators, Ltd., Associated, 429 

Roads, White Traffic L ines, 468 

Rotameters, Precision (C: ‘atalogue), 60 

Solder, Flux Cored (Catalogue), 60 

Ticketograph, Production Process Recorder, 
487 


Town and Country Planning, Post War, 129 

ruck Manufacturers’ Association, Indus- 
trial, 425 

United States Army, Purchase of Timber, 
269; Army, Tank Production, 326; West 
Point Military Academy Superintendent, 
350; Californian Arc-Welded Pipe Line, 
418 


Miscellaneous —continued 


Motor Cars, Etc. : 
Charcoal, Turf, for Producer-Gas Plants, 396 


Naval : 


Obituary. See GENERAL INDEX 
Oil. See Miscellaneous 


Physics and Chemistry : 


Power Plants. 


Power Transmission : 


Railways and Locomotives : 


Clogher Valley Railway Track, 309 


Schools. See Education 


Sewage and Drainage : 


Ships and Shipbuilding : 


Cargo, Marking Ships’ Names on, 269 
Casualties, Shipping, Investigations of, 269 
Collision, ** 


Societies. See Technical ara Trade 


Technical Societies : 


Austrian Engineers and Technicians in Great 


Chemical Industry, Society of, 328, 480 

Chemistry, Institute of, 470 

Civil Engineers, Institution of, 14, 489 

Coke-Oven Managers’ Association, 127 

Consulting Engineers, Association of, a 3 
7¢ 





War Damage Insurance, 18, 197, 449 

War Materials, Uses of Platinum, 229 

Welded Seams, Symbols for, 326 

Welding, Arc, Machine Part Design (Cata- 
logue), 200 

Welding, Flash and Flash-Butt, 380 

Welding, Philips “ Versatile E "’ Electrodes, 
469 

Wire Ropes and Cordage, 287 

* Workshop Practice,’ 470 


Engine Components, Alloy Cast Irons for, 49 

Fire Ladder, Motor Turntable, 210 

Motor Goods Vehicles, Insurance of, 243 

Motor Vehicles, New, Acquisition Order, 80, 
368 


Producer-Gas Vehicles, Calorific Value and 
Road Performance, 209 

Road Haulage, 69, 108, 189, 228 

Spurrier Memorial Fund, 465, 489 

Transport Commissioners, Regional Repair 
Advisers, 160 

Truck Manufacturers’ Association, Industrial, 
425 

Tyres, Pneumatic, Overloading of, 489 

Tyres, Road Vehicle, Control Order, 6, 383, 
487 


Parsons Memorial Lecture, 1942, 143 
Swedish Navy, Destroyers for, 395 
United States Naval Airships, 295 


Chemical Indusfry, Society of, Memorial 
Lectures, 480 

Chemicals, Heavy, Control of, 368 

Colour Blindness Tests, 486 

Corrosion, Bibliography, 109 

Electronics, Conference on, 69 

Institute of Physics’ Planning Committee, 9 

Photography, Theory of, 470 

Producer-Gas Vehicles, Calorific Value and 
Road Performance, 209 

Radiation, Detection and Measurement, 
Photography in, 83 

Spectrographic Analysis, Lundegardh Flame | 
Method, 24 

X-Ray Analysis in Industry, 129 

X-Ray Diffraction Data, Card Index, 389 





See Electricity 


Driving Pulley Calculator, 333 
Gear Hardening, Shorter Process, 505 
Gearing (Catalogue), 20 


Bell, Railway, Historic, 124 

Bengal Systems, Amalgamation, 18 

Bristol and Exeter Railway Relics, 27 

( ‘anadian Pacific Railway Earnings, 148, 295, 
$09, 518 





Freight, Rapid Moving of, 69 

Great Indian Peninsular Railway, 148 

Herbert Jackson Prize Award, 209 

Lighting, Reduced, and Coal Saving, 208 

Locomotive, L.M.S. Railway Vetetan, 246 

Locomotive * Mallard,” High-Speed, 
N.E.R., 46 

London Midland and Scottish Railway, Non- 
Stop Runs, 486; Veteran Locomotive, 246 

Mobile Transport Offices, 515 

Paper Salvage, 29, 49, 12 , 360 

Post-War Planning and Recons ruction, 73 

Sleepers, Concrete, on L.M.8. Main Line, 268 

South African Railway Earnings, 475 

Station Names, Illumination of, 76 

Tin Conservation on American Railways, 490 











Sewage Sprinklers (Catalogue), 20 


Buepos Aires Port, Traffic, 389 


Richmond Castle "’ and “ Banga- 
lore,”’ 90 

Exports and Shipping Space, 287 

Gray, Thomas, Memorial Prize, 226 

Lifeboats, Motor, 16, 287 

Mersey Ferry Service, 96 

Norwegian Merchant Shipping Scheme, 9 


Aeronautical Society, Royal, 168, 226, 409, 
488 

American Iron and Steel Institute, 349 

American Society for Testing Materials, 389 

Arts, Royal Society of, 9, 76, 209, 226 


Britain, 429 
Automobile Engineers, Institution of, 222, 
295 





Electrical Engineers, Institution of, 176, 349, 
406, 464 

Electrical Engineers, Supervising, Associa- 
tion of, 358, 490 


Telephony. 








Technical Societies—continued 


Engineers’ Club, Manchester, 205 

Foundrymen, British, Institute of, 469 

Fuel, Institute of, 127, 370 

Gas Engineers, Institute of, 428 

Migheuy Engineers, Institution of, 248 

Illuminating Engineering Society, 389 

Industrial Administration, Institute of, 309. 
See Erratum, 328 

Iron and Steel Institute, 58, 283, 349, 387 

Junior Institution of Engineers, 169, 309 

Marine Engineers, Institute of, 249 

Mechanical Engineers, Institution of, 70, 149 

Metals, Institute of, 89, 165, 205, 260, 369 

Meteorological Society, Royal, 135 

Mining Engineers, Institution of, 409 

Mining and Metallurgy, Institution of, 449 

Naval Architects, Institution of, 143, 249 

Newcomen Society, 409 

North-East Coast Institution of Engineers 
and Shipbuilders, 348 

Physical Society, 486 

Physics, Institute of, 9, 69, 83, 129, 189, 409, 
469 

Refractories Research Association, 387 

Sanitary Institute, Royal, 34, 129, 295 

Sheffield Metallurgical Association, 385, 387 

Sheffield Society of Engineers and Metal- 
lurgists, 387 

Structural Engineers, Institution of, 283, 329 

Transport, Institute of, 164, 249, 449, 465 

Tropical Medicine and Hygiene, Royal 
Society of, 129 


See Electricity 


Tools. See Machine and other Tools 


Trade. See Coal ; Industries ; Iron and Steel ; 


Ships and Shinbuilding 


Trade Societies, Etc.: 


Absenteeism, Miners, 217, 277, 416; Factory 
Workers, 237, 277, 316, 518 

Agricultural Wages Board, Appeals Com- 
mittee, 357 

Arbitrations Tribunal, National, Wage 
Claims, 35; Engineering Unions, 97; 
Cotton Operatives, 378, 397 

Army, Need for ‘Trade Apprentices, 77 

Australia, Dilution Arrangements, 297 

Bevin, Mr. E., New-Year Letter to Ex- 
changes, 35 ; Man Power Mobilisation, 437 

Building Industry, Labour Order, 35; 
Management Training, 77; Curtailmert 
of Firms, 116 ; Employers’ Federation and 
Call-up, 217 ; Flying Squad, 497 

China, Kemoval of Factories from Coast, 57 ; 
Union Movement, Progress 97; Mining 
and Industrial Enterprises, 116 

Civil Engineering Labour Order, 35 

Clothing Coupons, 18, 177, 337, 378 

Collaboration, Government-Employer-W ork- 
er, 116 

Colonial Labour Advisory Committee, 357 

Cost of Living. See Living, Cost of (below) 

Cotton Lndustry, Female Operatives, Priority 
Work, 57; Demand for Women, 77; 
Production and Labour Supply, 217; 
Overtime Pay, 217; Wage Arbitration, 
378, 397: United States Cotton-Goods 
Operatives’ Earnings, 397 ; Holiday Stop- 
page, 416 

Disabled Persons, Rehabilitation, 97 

Dock Workers, National Charter, 35; Lon- 
don, Grading of Employees, 257 

Education, Agricultural, Post-War, 18 

Eire, Employment Figures, 397 

Employment Exchange Reports, £ 
337, 416, 477 

Engineering Union, Amalgamated, oe. 
ship and Benefit Data, 77. 177, 2 
Election of Officers, 77, 177, . 
War Production Discussion, 77 ; Extended 
Employment of Women, 77; Man-Power 
Boards, 77; Wages Award, 97; Minister 
of Production, 136; Imperial Chemical 
Industries, Ltd., Wage Agreement, 237 ; 
Beveridge Report and Skilled Men Wast- 
age, 237; Joint Production Committees, 
337, 457; Joint Trades Movement, 457, 
497 ; Group Representation, 457 ; Admis- 
sion of Women Ballot, 497; Base Rate of 
Pay, 497, 518; Annual Report, 497; 
Production Problems, 497 

Essential Works Orders, 35, 97, 197, 217, 
378, 437 

Factories, Production Committees, 97, 177, 

7, ; Russian Delegates on 

British Factories, 136 Absenteeism, 237 

Family Allowances, 257, 277, 397 

France, Piecework Restrictions, 197; Asso- 
ciations Inimical to National Interest, 
Dissolution, 237 

General and Municipal Workers, Post-War 
Reconstruction, 497; National Arbitra- 
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